OF SOUTH CAROLINA

SECTION 2: Repeal.-All acts or parts of acts inconsistent with
the provisions of this act are hereby repealed.
SECTION 3: Time effective.-This act shall take effect upon its
approval by the Governor.
Approved the 11th day of May, 1950
(R1406, H2651)            No. 1353
A JOINT RESOLUTION To Authorize And Direct The Treas-
urer Of Richland County To Transfer To The Account Of The
Good Samaritan-Waverly Hospital In Richland County The Sum
Of Ten Thousand ($10,000.00) Dollars From Funds Appropriated
To Richland County Out Of The State Reserve Fund For Hospital
And Health Center Purposes Under Section 3 Of Act No. 603 Of
The Acts And Joint Resolutions Of 1946.
WHEREAS, there is annually appropriated in the supply act for
Richland County considerable sums for the purpose of caring for
charity patients at Good Samaritan-Waverly Hospital in Richland
County; and
WHEREAS, the average cost of the care of charity patients at the
Good Samaritan-Waverly Hospital is four ($4.00) dollars per day
per patient, while the average daily cost for care for charity patients
at the Columbia Hospital is nine and 57/100 ($9.57) dollars per day
per patient; and
WHEREAS, the Good Samaritan-Waverly Hospital is rendering a
valuable service to the general public of Richland County in the care
and treatment of a large number of colored patients; and
WHEREAS, there is available matching funds for the erection
and equipping of hospitals in the amount of one ($1.00) dollar for
each one ($1.00) dollar appropriated for such purposes; NOW,
THEREFORE
Be it resolved by the General Assembly of the State of South
Carolina:
SECTION 1: Transfer funds to Good Samaritan-Waverly Hos-
pital for building and equipping purposes, Richland County.-
That the Treasurer for Richland County be, and he hereby is, au-
thorized and directed to transfer out of the postwar reserve fund
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